KATEDRA  W.  W.  SWIETYCH 

ALL  SAIXTS  CATHEDRAL 
CHICAGO,  ILLINOIS 


All  Saints  Cathedral  of  the  Western  Diocese  of 
the  Polish  National  Catholic  Church.  The  P.N.C.C. 
was  organized  by  the  Rt.  Rev.  Fr.  Hodur  at  Scranton, 
Pa.  in  March  of  1397. 

The  Church  today  consists  of  160  parishes  and 
missions  throughout  the  U.S.A.  with  36  of  the 
parishes  comprising  the  West.  Diocese. 
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